DOCKETED ITEMS     121

9109300227 Suppls 901218 response to NRC audit issue on Category 1(L) piping verifi-
cation methodotogy.per Amend 64 to FSAR.Subjs include pressure boundary retention
piping & pipe support acceptance criteria.

GARRITY.J.H. Tennessee Valley Authority. 91/09/20. Document Control Branch
(Document Control Desk). 3pp. 59262:030-59262:032.

9109300236 Responds to NRC 910904 telcon questions re DBA spectra & teak-before-
break analysis in review area of steel containment vessel DBA spectra.
GARRITY.J.H. Tennessee Valley Authority. 91/09/20. Document Control Branch
(Document Control Desk). 2pp. 59260:113-59260:114.

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com-
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 &
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2.
WALLACE.E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch
(Document Control Desk). 9pp. 59235:130-59235:138.

R. Periodic operating reports & related eorreapondence

9109030032 Forwards third annual rept of employee concerns special program correc-
tive actions implementation for 900101-1231.

WALLACE.E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch
(Document Control Desk). 2pp. 58928:174-58928:196.

-9109030166 "Third Annual Rept of Employee Concerns Special Program Corrective
Actions Implementation."
* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196.

9109030227 Forwards fitness for duty program performance data for six-month period of
Jan-June 1991.

WALLACE.E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch
(Document Control Desk). 35pp. 58938:093-58938:127.

F. Security, medical, emergency & fire protection plans

9109050089 Requests addl justification & info re 900831 & 1011 Itrs re reg guide 1.97
concerning emergency response capabilrty.lnfo requested within 60 days of receipt of

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/08/26. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:126-58993:158.

-9108290137 'Technical Evaluation ReptConformance to Reg Guide 1.97."
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-9563. 91/06/30. Com-
missioners (Post 750119). 17pp. 58993:129-58993:158.

S. Reportable occurrences, LERs & related correspondence

9109100408 Deficiency rept re unqualified cable penetration seals. Initially reported on
901207.Completion date for rev to N3M-937 & WB-DC-40-66 changed to 911018.
GARRITY.J.6. Tennessee Valley Authority. 91/08/28. Document Control Branch
(Document Control Desk). 2pp. 59087:222-59087:223.

9109260093 Revised final deficiency rept re standby diesel generator. Initially reported
on 860421 .Significant condition rept revised & replaced.

GARRITY.J.H  Tennessee Valley Authority. WBRD-50-390/86-50. 91/09/19. Docu-
ment Control Branch (Document Control Desk). 4pp. 59215:354-59215:357.

Q. Inspection reports, IE Bulletins A <

DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1

9109090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-

graphers." Svc list encl.
CUNNINGHAM,

U.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109160160 Forwards insp repts 50-390/91-14 & 50-391/91-14 on 91 0622-071 9.No
violations or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/08/22. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 59098:275-59098:300.

-9109160163 Insp repts 50-390/91-14 & 50-391/91-14 on 91 0622-071 9.No violations
or deviations noted.Major areas inspected:review of const restart status.several histor-
ical issues & previous insp items.

WALTON.G.A.,  BARR.K.P.   Region 2  (Post 820201).  91/08/21. 3pp.  59098:278-
59098:300.

9109040453 Notification of contract executionjask Order 23:  "Weld Radiograph
Review - Watts Bar" to "Nuclear Power Reactor Operations.Mods & Maint Insp
Svcs," awarded to Parameter.lnc.
--------     ----       ._                __        .   ..      ,ement (Post 890205). FIN L-

i Management Support Branch
illation Given. 1p. 58982:310-
58982:315.    '

-9109040466 Ltr contract NRC-03-89-027,authorizing commencement of work on task
order 23, "Weld Radiograph Review - Watts Bar," under contract
SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1 342-0. 91 /08/
16. LOFY.R.A. PARAMETER, Inc. 5pp. 58982:311-58982:315.

9109160066 Ack 910607 & 0731 responses to 910430 notice of violation. Responses
meet requirements of 10CFR2.201.

WILSON.B.A. Region 2 (Post 820201). 91/08/26. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 59098:121-59098:123.

Authority. 3pp.
9109240297 Fo

rds insp i

50-390/91-15 & 50-391/91*15 on 910720-0816.No

insp repts

violations or deviations noted
WILSON.BA Region 2 (Post 820201). 91/09/05. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 59184:189-59184:222.

-9109240302 Insp repts 50-390/91-15 & 50-391/91-15 on 910720-0816.No violations
noted.Major areas inspectedopen items reviewed to determine If issue was resolved
such that const restart not affected.

WALTON.G.A.. BARR.K.P. Region 2 (Post 820201). 91/09/04. 31pp. 59184:192-
59164:222.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Swrtchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109250162 Responds to NRC ttr re violations noted in insp repts 50-390/87-19 & 50-
391/87-19.Owrective actJons:TVA developed Watts Bar Engineering Project Walk-
down Procedure WBEP-WP-39, "Walkdown of Class IE Conduits for Unit 1.''
GARRITY.J.H. Tennessee Valley Authority. 91/09/18. Document Control Branch
(Document Control Desk). 2pp. 59194:112-59194:113.

9109300190 Advises that licensee 900806 response to Bulletin 88-008. "Thermal
Stresses in Piping Connected to RCS," acceptable.

TAM.P.S. Proi^t Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/09/19. NAUMAN.D.A. Tennessee Valley Authority. 8pp. 59243:20049243:207.

F. Security, medical, emergency & fire protection plans

9109110179 Forwards Insp Rept 50-395/91-16 on 910805-09.Violatk>ns noted but not
cited.Details withheld (ref 10CFR73.21).

CLINE.W.E. Region 2 (Post 820201). 91/09/06. SKOLDS.J.L South Carolina Electric
& Gas Co. 2pp. 59099:344-59099:346.

-9109110182   Partially   withheld   Insp   Rept   50-395/91-16   on   910805-09   (ref
10CFR73.21).Two noncited violations noted re vital area penetrations.Major areas
inspected:security program audit, records & repts & security sys power supply.
STANSBERRY.W.. MCGUIRE.D.R. Region 2 (Post 820201). 91/09/06. 1p. 59099:346-
59099:346.

9109300179 EPIPs including.Rev 20 to EPP-001.Rev 17 to EPP-005.Rev 12 to EPP-021
& Rev 17 to EPP-022.W/910924 Itr.

MOORE.D.R.  South Carolina  Electric &  Gas Co.  91/09/24.  96pp. 59244:254-
59245:008.

P. Operating license stage documents & correspondence

9109060089 Advises that review of Westinghouse Owners Group rept WCAP-12639 re
methodology used to analyze & evaluate stress fatigue effects due to thermal stratifi-
cation & thermal striping acceptable.

WUNDER.G.F. Project Directorate 11-1. 91/08/22. SKOLDS.J.L South Carolina Elec-
tric & Gas Co. 4pp. 59015:291-59015:319.

9109040405 Advises that request for relief for volumetric exam of SG tubesheet-to-head
welds not required.Safety evaluation discussing reasons for decision encl.
ADENSAM.E.G. Project Directorate 11-1. 91/08/23. SKOLDS.J.L South Carolina Elec-
tric & Gas Co. 2pp. 58981:242-58981:247.

-9109040414 Safety evaluation re request for relief for first 10-yr interval inservice
insp. Request for relief for volumetric exams not required.

"Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp.
58981:245-58981:247.

9109050029 Suppt to 901207 & 910611 applications for amend to License NPF-12.con-
sisting of TS Change TSP 900004-2.updating TS Section 6.4 re training requirements
of unft staff personnel.

SKOLDS.J.L South Carolina Electric & Gas Co. 91/08/26. Document Control Branch
(Document Control Desk). 4pp. 58999:328-58999:334.

-9109050030 Proposed TS Change TSP 900004-2 re unit staff retraining & replacement

*  South' Carolina Electric & Gas Co. 91/08/26. 3pp. 58999:332-58999:334.

9109100245 Forwards "Nuclear Physics Methodology for Reload Design." Rept de-
scribes computer programs & physics models used to analyze facility core.
SKOLDS.J.L South Carolina Electric & Gas Co. 91/09/03. Document Control Branch
(Document Control Desk). 2pp. 59088:149-59088:267.

-9109100248 "Nuclear Physics Methodology for Reload Design."

*  South Carolina Electric & Gas Co. 91/07/31.125pp. 59088:151-59088:267.

Q. Inspection reports, IE Bulletins & correspondence

9109160141 Forwards insp rept 50-395/91-13 on 910701-31 .No violations or deviations

VERRELLI.D.M. Region 2 (Post 820201). 91/08/14. SKOLDS.J.L South Carolina
Electric & Gas Co. 2pp. 59098:251-59098:262.

-9109160147 Insp rept 50-395/91-13 on 910701-31 .No violations or deviations
notedMajor areas inspected:month!y surveillance observations,monthly maint
observattons,operational safety verification & onsite follow-up of written repts of
events.

HAAG.R.C., CANTRELL.F.S. Region 2 (Post 820201). 91/08/09. 2pp. 59098:253-
59098:262.A Project Directorate) (Post 900603).
